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ABSTRACT 

Are we alone? Answering this ageless question will be a major focus for astrophysics in coming decades. Our 
tools will include unprecedentedly large UV-Optical-IR space telescopes working with advanced coronagraphs 
and starshades. Yet, these facilities will not live up to their full potential without better detectors than we 
have today. To inform detector development, this paper provides an overview of visible and near-IR (VISIR; 
A = 0.4 — 1.8 /rm) detector needs for the Advanced Technology Large Aperture Space Telescope (ATLAST), 
specifically for spectroscopic characterization of atmospheric biosignature gasses. We also provide a brief status 
update on some promising detector technologies for meeting these needs in the context of a passively cooled 
ATLAST. 
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1. INTRODUCTION 

The search for life on other worlds looms large in NASA’s 30-year Strategic Plan.^lll^ To enable this, NASA 
is studying a Large UV-Optical-IR Surveyor (LUVOIR) that would use advanced coronagraphs for starlight 
suppression.® ATLAST is one concept for LUVOIR. Alternatively, a Habitable Exoplanet Imaging MissiorP 
has been proposed. This might pair a smaller aperture space telescope with a starshade flying in formation. 
Alternatively, an off-axis non-segmented telescope with a coronagraph has been suggested. In any case, better 
detectors than exist today are highly desirable. 

Our emphasis in this paper is on ATLAST,® and specifically on ATLAST’s detectors for spectroscopic biosig¬ 
nature characterization in the VISIR (hereafter just “biosignature characterization”) . Although not discussed 
here, other ATLAST technology needs include precision large-scale optics, ultra-stable structures, starlight sup¬ 
pression, and mirror coatings (See Ref. |4]). This emphasis sets aside the importance of the UV to ATLAST’s 
overall mission. Within the ATLAST study, detector and other technology development is envisioned across 
ATLAST’s 90 nm — 2.5 /im “stretch goal” wavelength range.® 

This paper closely follows the SPIE presentation. We begin with an introduction to biosignature charac¬ 
terization, and show that biosignature characterization is ultra-low background astronomy. The extremely low 
background count rates motivate the need for further work on VISIR detectors. In Sec. IH we briefly summarize 
ATLAST’s VISIR detector needs in the context of existing technologies. 

Sec. [B] discusses what are arguably the two most mature detector technologies for biosignature characteriza¬ 
tion in greater detail. These are electron multiplying CCDs (EMCCDs) for the visible and HgCdTe avalanche 
photodiode (APD) arrays for the VISIR. We also include a more speculative discussion of what might be achieved 
in conventional HgCdTe arrays with appropriately optimized readout integrated circuits (ROIC). 

Presented 9 August 2015 at SPIE Optics-I-Photonics, San Diego, CA, U.S.A., Paper 9602-12 
Further author information: (Send correspondence to B.J.R.) 

B.J.R.: E-mail: Bernard.J.RauscherQnasa.gov, Telephone: -|-1 301-286-4871 




wavelength (gm) 

Figure 1. This figure overlays a number of important biosignatures on Turnbnll et al.’^ spectrnm of earth seen as an 
exoplanet. In addition to the features shown here, there is a strong O 3 bandhead at abont 260 nm that is considered 
a primary biosignatnre. The vegetation red edge (VRE) is cansed by chlorophyl from plants. The individnal spectral 
features are discussed in the text. 


2. BIOSIGNATURE CHARACTERIZATION 

Biosignature characterization uses low resolution spectroscopy, R = A/AA > 70 (required) or R > 150 (goal), 
to characterize atmospheric features that are either required for life, or caused by it0 Fig. [T] shows several 
important biosignatures overlaid on a spectrum of earth as it would appear if seen as an exoplanet. 

To make this spectrum, Turnbull et observed the night side of the moon and used modeling to solve 
for the earth’s contribution as it would appear to a distant observer. We define a life detection as consisting of; 
(1) a rocky planet, (2) with water vapor, (3) a primary biosignature, and (4) a confirming biosignature to rule 
out false positives. Lacking a confirming biosignature, one could attempt to increase the statistical significance 
of a result by resolving the temporal dependence of a feature. Arguments for a biological source could also be 
strengthened by placing the detection in a more comprehensive geological and astrophysical context by measuring 
other atmospheric gases including CO 2 , and characterization of the host star’s energy distribution. 

With regard to false positives, methane is thought to be particularly important because it is difficult to simul¬ 
taneously maintain significant concentrations of oxygen, ozone, and methane. Non-equilibrium concentrations 
are most straightforwardly explained by biological processes. The methane feature at 2.32 /rm is unfortunately 
blended with water vapor. However, there is another methane feature between 3 /im and 3.5 /im that might 
be better if the observatory could observe it. The spectrum shows a few other features, notably CO 2 and O 4 . 
Although these features do not provide as much information as the primary and secondary biosignatures, they 
can still be useful, especially when no confirming biosignature is available. 

*For purposes of this discussion, the word “life” refers to life as we know it on earth today. 

































Table 1. Detector Technology Components and Identified “Gaps’”^ 


Technology' Component 

Parameter 

Required 

State-of-the-Art 

Current 

TRL 

Technology, 

Engineering, 

IVf <atiiifQr'taii*Sti«v 

Vis-NIR Single Photon 
Detectors for EnaMing 
Exoplanet Science 

Operational 

Bandwidth 

400 nra - 1.8 pm 
(2.5 um goal) 

EMCCD technology is promising, but requite radiation 
hardness testing, and have a hard cutoff at 1.1 pm; 
HgCMTe APDs are candidates for NIR but need 
improvements in dark counts rates; 

Superconducting MKID and TES detectors meet 
requirements, but need cryogenic tempemtures 

MKID and T 
resolving. F 
resolution i 

3-5 

zS deteett 
or these, t 
j R > 70 w 

Technology, 

Engineering, 

Manufacturing 

rs are energy 
le required spectral 
th a goal of R > 150 

Read Noise 

«1 e" 

Dark Current 

< 0.001 eVpix/s 

Spurious 

Count Rate 

Small compared to integrated 
dark current 

Quantum 

Efficiency 

> 80% over entire band 

Format 

> 2k X 2k pixels 

Other 

Radiation hard, minimimi 5- 
year lifetime at SEL2, Non- 
crvogenic operation preferable 

UV Single Photon 
Detectors for Enhanced 
Exoplanet Science 

wpciaiiuiiiii 

Bandwidth 

200 nm - 400 nni 

GaN-based EBCMOS and MCP detectors meet 
required noise specifications, but require improvements 
in quantum efficiency to > 50% and improvements in 
lifetime 

Superconducting MKID and TES detectors also apply 
here 

2-4 

Technology. 

Engineering, 

Manufacturing 

Read Noise 

« 1 e’ 

Dark CiiiTcnt 

<0.001 e7pix/s 

Spurious 

Count Rate 

Small compared to integrated 
dark current 

Quantum 

Efficiency 

> 50% oyer tlie entire baud 

Format 

> 2k X 2k pixels 

Other 

Radiation liard. mmimum 5- 
year lifetime at SEL2. Non¬ 
cry ogenic operation preferable 

Large-fonnat High- 
Sensitivity UV Detectors 
for General Astrophysics 

Operational 

Bandwidth 

90 nm 300 luii 

Same as above 

6-doped EMCCD also a candidate here, but requires 
improved radiation hardness and reduction in clock- 
induced charge 

4 

Engineering. 

Manufacturing 

Read Noise 

< 5 e 

Quantum 

Efficiency 

> 70% 

Fonnal 

> 2k X 2k pixels 

Other 

Radiation hard, minimum 
lifetime at SEL2. Non- 
cry ogenic operation preferable. 
Visible blind 


“ Because this paper focuses on the VISIR. we highlight VISIR detectors here. The grayed out technologies are no less important to enable the full 
ATLAST mission. 


3. ULTRA-LOW BACKGROUND 

Even using a > 8 m space telescope, biosignature characterization is extreme ultra-low background astronomy, 
potentially requiring days to observe each exoEarth candidate. Consider a simple toy model with these as¬ 
sumptions; a perfect coronagraph, 25% efficient integral field unit (IFU) spectrograph, A = 550 nm, pixel size 
= 0.7 X 1.22A/U, R = 150, and the background is 3x the earth’s zodiacal light. With these assumptions, the 
background count rate is < 0.001 cts pix“^. More sophisticated models that include the effects of imperfect 
coronagraphs and simulated exoEarths reach the same conclusion: biosignature characterization is extremely 
photon starved.l^ 

For such extremely low count rates, a single photon detector (SPD) is clearly preferred. Better than photon 
counting, an SPD counts individual photons without adding appreciable noise from any source. The needed SPD 
combines high QE, zero read noise, ultra-low dark current, and ultra-low spurious count rate. In an EMCCD, 
clock induced charge (CIC) is one example of spurious counts that it would be beneficial to reduce. In IR APD 
arrays, glow from non-optimized ROICs is another example of spurious counts that it would be beneficial to 
eliminate. We discuss both EMCCDs and IR APD arrays in more detail later. 

4. ATLAST DETECTOR NEEDS 

The ATLAST technology development plan has been discussed elsewhere at this conference.® Tab. [T] summarizes 
the ATLAST detector needs and “technology gaps”. Because detectors for the UV through near-IR are equally 
important to the ATLAST mission, we show them all here. However, this presentation is focused specifically on 
the VISIR, which we highlight with a red box. The grayed out technologies are no less important to the mission. 
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Table 2. ATLAST VISIR Detector Candidates 



TRL > 6; Sufficiently mature for pre Phase-A 
Promising technology, more work needed in specific areas 
Promising technology 
Cryogenic cooling required 

May be worth looking into with additional optimization 


Broadly speaking, the need is for QE > 80% SPDs from 400 nm through 1.8 (2.5 /rm goal). The 2K x 2K 

pixel format is needed if used with an IFU. For space flight, the detectors need to be radiation hard in the L2 
radiation environment and able to survive launch loads and vibration. 

The ATLAST study team has indicated a strong preference for non-cryogenic detectors if they can enable 
the science. This is driven by goals that include: (1) simplifying the system engineering, (2) simplifying the 
integration and test flow, and (3) completely retiring the risks associated with cooling the detectors to T ^ 
100 mK. 

Coronagraphs capable of achieving contrasts of 10“^° require wavefront error stability at the level of tens of 
picometers. Exported vibrations from a conventional cryocooler would present an obvious threat to achieving 
this. If cryogenic detectors are to be used, then cooling technology development is needed to provide essentially 
zero vibration cooling. If the cooling challenges could be creatively overcome, then cryogenic detectors including 
microwave kinetic inductance devices (MKID) and transition edge sensor (TES) arrays might become attractive. 

Once cooled. Both TESs and MKlDs already function as true SPDs with built in energy resolution. Both 
MKIDJ^ and TES^^ have been used for refereed astrophysics publications. For biosignature characterization, 
both would require further development to improve parameters including their VISIR energy resolution and the 
efficiency of coupling light to detector elements. However, since this publication is about ATLAST, we defer 
further discussion of cryogenic detectors to a later publication. 

Consistent with ATLAST’s preference for non-cryogenic detectors if possible, we take it as a requirement 
that the detectors will be operated at a temperature that can be achieved using only passive cooling, T > 30 K. 
In early JWST studies, this emerged as a practical detector temperature that could be achieved with margin at 
L2. 


5. CANDIDATE VISIR DETECTOR TECHNOLOGIES FOR ATLAST 

Although no completely satisfactory VISIR detector candidate exists for ATLAST today, Tab. [2] summarizes a 
number of promising technologies. In making this list, we limited consideration to detectors that we believe to 
be at least NASA TRL-3. This unavoidably leaves some lower TRL, but nevertheless promising technologies off 
the list. We encourage all efforts that aim to meet the needs outlined in Sec. HI even if the specific technology 
does not appear in this table. Tab. [2] includes a few detectors that we will not be discussing further here because 
they would operate at T < 30 K. These are MKIDs, TESs, superconducting nanowire single photon detectors 
(SNSPD), and Si:As hybrids. 

Tab. [2] attempts to condense a wide trade space into a simple graphic for presentation purposes. Both dark and 
light blue represent existing technologies that we believe hold significant promise. Dark blue is arguably higher 
































TRL than light blue for biosignature characterization. Yellow indicates a technology that we did not discuss to 
comply with presentation time limits, but that nevertheless may hold promise for further investigation. 

Two of the technologies that we discuss in depth, EMCCDs and IR APDs, are both shaded dark blue. Of 
these, EMCCDs are currently closer to meeting performance requirements in the visible. IR APDs are the most 
mature non-cryogenic candidate spanning the VISIR. Although HgCdTe hybrids are shaded yellow in Tab. [2l we 
also discuss these in Sec. H] because we plan to investigate them further in our labs at Goddard. 

6. STATUS OF A FEW DETECTOR CANDIDATES 

6.1 EMCCD Status 

Eor over a decade, EMCCDs have been leading candidates for low background photon counting in the visible. 
Starting in the early 2000s, several groups have explored individual photon counting with EMCCDs. In 2004, 
Daigle et studied how an e2v CCD97 camera, “operating in pure photon counting mode would behave based 
on experimental data.” In 2006, Wen et aZ.ES evaluated an e2v CCD20I for space astronomy and published 
images of a test pattern showing that the EMCCD operated as a photon counter. Over the ensuing decade, steady 
progress has been made, and today it is possible to buy a commercial EMCCD camera from NuVu Cameras 
that uses shaped clocks and high readout rates to achieve CIC < 0.002 cts pix“^ frame“^. EMCCDs have been 
baselined for WFIRST’s coronagraph and several presentations at this conference discuss WEIRST’s EMCCD 
efforts.E^E^ 

When new and un-degraded by the space radiation environment, EMCCDs are arguably able to meet even 
ATLAST’s challenging performance needs. However, like any conventional n-channel CCD, they will degrade 
when irradiated. This is a consequence of the phosphorus that is used to dope the n-type channels. Radiation 
damage, including charge transfer efficiency degradation and pixel operability degradation, has been one of 
the major reasons for replacing the Hubble Space Telescope’s (HST) CCDs. Understanding how radiation 
effects EMCCDs is important to both WFIRST and ATLAST. Although the ATLAST detector requirements 
will ultimately be more challenging than those for WFIRST, WFIRST nevertheless provides a valuable early 
opportunity to understand the issues and address them. For WFIRST, JPL has begun radiation testing and 
mitigation studies.^ 

Although EMCCDs are promising detectors for ATLAST, more work in selected areas would be very benefi¬ 
cial. These include efforts aimed at: (1) improving radiation tolerance, (2) further reducing clock induced charge, 
and (3) improving the red QE from about 850 nm to the bandgap wavelength. Any improvements in radiation 
tolerance will lead to longer usable life at L2. Further reduction in CIC is important for ATLAST because it 
is currently a major component of the noise budget. Improving the red QE is important because the strongest 
water line that is in band for a silicon detector is found at about 950 nm, where the QE of conventional CCDs 
tends to be falling rapidly. 

6.2 HgCdTe Photodiode Status 

Compared to many other detector materials, HgCdTe has shown very good QE from 400 nm through 2.5 /im and 
beyond (Fig. [5]). For example, the James Webb Space Telescope’s (JWST) near-IR detectors achieve QE > 70% 
from 0.6 — 1 /rm, and QE > 80% from 1 — 2.5 /rm. For non-astronomical applications, the major vendors have 
delivered HgCdTe detectors that function at wavelengths at least as short as 400 nm. This impressive QE and 
high overall maturity begs the question, could conventional HgCdTe photodiode arrays achieve much lower noise 
than they do today if paired with the right readout approach? 

Since the mid-1980s, most low background astronomy arrays have used a source-follower per detector archi¬ 
tecture (SFD; Fig. 131). The SFD architecture has the advantages that it is simple, low power, low glow (when 
properly designed), and has met performance requirements up to and including those for WFIRST. A major 
factor driving ROIC design up to the present day has been the need to multiplex a large number of pixels out 
through a small number of video outputs. This necessitates very wide measurement bandwidth in the video 
electronics to reproduce the complicated waveform as the output changes from pixel to pixel. 

A good start toward understanding the full potential of HgCdTe photodiode arrays as ultra-low noise de¬ 
tectors would be detailed characterization of existing JWST and WFIRST arrays aimed at separating the noise 




Figure 2. AR coated HgCdTe has demonstrated QE > 70% from 0.6 — 1 ^m and QE > 80% from 1 — 2.5 /rm for JWST. 
The major vendors claim that using optimized designs, they can extend this performance to about 400 nm. We show 
the full potential range here, although the QE performance from 400 — 600 nm needs to be confirmed in an astronomical 
detector. 


contributions from elements a — e of Fig. |3l The aim would be an itemized noise budget rather than the lumped 
“read noise” that is conventionally reported. 

Although SFD arrays are well adapted to many kinds of astronomy, the current SFD design may not be 
optimal for achieving the lowest possible noise. The fundamental noise floor of an e.g. JWST HgCdTe photodiode 
(a) is potentially of order where id is the dark current and t is integration time. The JWST NIRCam 

arrays have id ^ 0.001 e~ s~^ pixel~^. Although conventional HgCdTe photodiode arrays will never function 
as ideal SPDs on account of leakage current at temperatures T > 30 K, it is possible that today’s H2RG and 
H4RG detectors are not yet approaching the fundamental noise limits of the photodiodes themselves. It would 
be interesting to see what could be achieved if noise from the resistive interconnect (b) could be reduced, and/or 
different ROICs and readout strategies could substantially reduce or eliminate 1/f noise from (c) the pixel source 
follower. The output source follower (d) can already be bypassed in many cases. 

6.3 IR APD Status 

HgCdTe APD arrays are a promising technology that initially entered astronomy for comparatively high back¬ 
ground applications including adaptive optics and interferometrjJJ^ and wavefront sensing and fringe tracking.E^ 
More recently, they have been used at the telescope to provide diffraction-limited imaging via the “lucky imag¬ 
ing” technique.!^ Although HgCdTe APD arrays have been made by DRS, Raytheon, and Teledyne; those made 
by Selex are the focus of most attention in astronomy now. 

A group at the University of Hawaii has been evaluating Selex SAPHIRA arrays for applications that include 
low background astronomy.E^ With appropriately optimized process, the HgCdTe itself is probably capable of 
the same QE performance as the JWST arrays. Moreover, because gain is built into the pixels before the first 
amplifier, they promise photon counting and potentially even single photon detection if “dark current” can be 
reduced to acceptable levels. 

“Dark current” is the most significant obstacle to using Selex APD arrays for ultra-low background astronomy 
today. The ^ 10—20 e~ s~^ pixeU^ gain corrected “dark current” that has been reportecP^is almost certainly 





















Figure 3. Since the mid 1980s, most HgCdTe arrays for low background astronomy have used an SFD architecture to 
multiplex many pixels onto a few video outputs. However, the overall SFD system may not be optimal for achieving the 
lowest possible noise. To understand the full potential of HgCdTe photodiode arrays as ultra-low noise detectors, it would 
be helpful to better understand the noise that originates in: (a) the photodiode itself, (b) the resistive contact, (c) the 
pixel source-follower, and (d) the output source follower if one is used. Armed with comprehensive understanding of the 
noise components, it might be possible to design other ROIC architectures to achieve the noise floor that is set by the 
photodiode alone. This figure is based closely on a corresponding figure from Ref. 1141 


dominated by glow from the ROIC. The ROIC in current devices was not optimized for ultra-low background, 
or even low background astronomy. Work continues at the University of Hawaii to try to disentangle ROIC glow 
from more fundamental leakage currents in current generation APD arrays. On the longer term, work is also 
underway aimed at optimizing the ROIC design. 

Although HgCdTe APD arrays hold out the promise of read noise below that which can be achieved using 
conventional photodiode; like conventional photodiodes there will ultimately be a leakage current noise floor that 
is determined by thermally activated defect states in the HgCdTe. However, it is likely that today’s performance 
is still far from that floor, and more work is needed to better understand the full potential of HgCdTe APD 
arrays for ultra-low background astronomy in the context of missions like ATLAST. 

7. SUMMARY 

The search for life on other worlds promises to be a major focus for astrophysics in coming decades. In space, 
the tools will include new observatories like ATLAST equipped with high performance coronagraphs and/or 
starshades. These will enable biosignature characterization of exoEarths. 

Fortunately, good detector prototypes exist, although more work is needed to mature them for ATLAST. In 
the VISIR, these include EMCCDs and IR APD arrays. More speculatively, HgCdTe photodiode arrays may 
still have room for improvement, even beyond the impressive performance that has been shown for JWST and 
that is expected for WFIRST. Although the challenges are real, they are solvable. To get from where we are 
today to what is needed to fully enable ATLAST, focused strategic investment in VISIR detectors is needed. 
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